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HOLE LOCATIONS FOR MOUNTING DATA SET 


BELL TELEPHONE LABORATORIES, INCORPORATED 
American Telephone and Telegraph Company, 1961 
Printed in U.S.A. : 


BELL SYSTEM PRACTICES SECTION P90.104 
Teletypewriter and Data Stations sue 1, September, 1961 
ATATCo Standard 


P-40F279 OR P-40F292 
(see Note 1) 


Iles 


FRONT view 
(susseT Not SHOWN) 


wores: 

| LS AND P-40F279 ARE FINISHED IN GRAY GREEN TEXTURED VINYL. 
U7 AND P-sOF292 ARE FINISHED IN DARK BROWN WRINKLE. 

2. THE OATA SET MAY BE MOUNTED ON THE RIGHT OR LEFT 


SIDE ‘OF THE TABLE AS REQUIRED. 


3. ALL DIMENSIONS ARE IN INCHES, 


CAN BE USED OPTIONALLY IM ADDITION TO 
ORIN PLACE OF THE OTHER 3 HOLES. 
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ORT ANGLE, 


sor27e 


DATA SET 101A 
‘ ON 19 TYPE TABLE 


